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III. Obfervation oftheMoons Tranjlt by Kl- 
debaran, April 3, \y\6. made at London 
by John Be vis, M. D. 



The Glafs in- 
verting the 
Objects. 



Apparent Time. 

H. M. S. 
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The Moon's Body and Aldebaran feen 
together in the diftind Bafe of the 
Tclcfcope. 

The Moons fotithcrn Limb running 
along the parallel Thread, the- 
weftern Limb came to the horary 
Thread. 

The Glafs remaining fix'd, and Alde- 
baran running along the parallel 
Thread, (having the fame Dcclina- 
tion with the Moon's fouthern Limb) 
came to the Interferon of the 
hreads. 
8 13 04 The Moon again running along the 

Parallel, came to the horary Thread. 

Aldebaran (the Glafs remaining fix d) 
came to the firft oblique Thread 
at c. 

- — to the horary Thread at b. 

to the fecond oblique Thread at a. 
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H. M. S. 
8 f$> f 4 Aldebaran in the Line paffing through 

the Cufps, his ncarcft Diftance from 
the Moons Body being fomewhat 
lefs than the Length of Mare Cri- 
Jium, or nearly ~ of the Moon's 
Diameter. 
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